The Commonwealth of Massachusetts 
Department of State Police 
305 South Street, Jamaica Plain, MA 02130 

617-983-6622 

DEVAL L. PATRICK 

GOVERNOR 

TIMOTHY P, MURRAY 

LIEUTENANT GOVERNOR 
MARY ELIZABETH HEFFERNAN 

SECRETARY 

COLONEL Timothy P. ALben 

SUPERINTENDENT 



08/27/12 


Jessica Hanley 

Assistant District Attorney, Bristol County 
Ms, Hanley, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Analysis sheet with chemist’s hand notations and test results. 

3. GC/MS analytical data for sample 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
(617) 983-6632 


Excellence In Service Through Quality Policing 


Corbett email PRR 003941 











PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983-6622 Te! (413) 545-2601 

Fax (617) 9S3-6625 Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


Amherst Hours 

9:00-12:00 

1:00-3:00 


City' or Department: New Bedford __ Police Reference No.: 

Name and Rank of Submitting Officer: Pet Kelly A Almeida _ 


Defendant(s) Name (last, first, initial): 



_ _ 1 1 -17-10 _ 1 0-3966-AR/10-3967-AR _ 

To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 




Received by: 



Date: 



Corbett email PRR 003942 









































































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 010\SYSTEM4\12_21_10\762153.D 
ASD/KAC 

22 Dec 2010 1:17 

BLANK 
ASD 
2 

DRUGS 

RTE 




2 -^ • 


12 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


762153.D 


Mon Aug 27 14:12:57 2012 


Page 1 


Corbett email PRR 003945 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2 010\SYSTEM4\12J2 1_10\762154.D 
ASD/KAC 

22 Dec 2010 1:31 

COCAINE STD 
ASD 
54 

DRUGS 

RTE 


Abundance 


1500000! 


1000000 


500000: 


4s73 


TIC 762154. D 


Time~> 2,00 2,50 3,00 3,50 4.00 4,50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.726 

1830218 

100.00 

100.00 


762154.D Mon Aug 27 14:13:01 2012 


Page 1 


Corbett email PRR 003946 








Area Percent / Library Search Report 


Information from Data File: 



File Name 

P:\Q4-2010\SYSTEM4\12 21 

10\762154.D 


Operator 

ASD/KAC 



Date Acquired 

22 Dec 2010 1:31 



Sample Name 

COCAINE STD 



Submitted by 

ASD 



Vial Number 

54 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 

1 4.73 C:\DATABASE\SLI.L 




COCAINE 

000050 

-36-2 99 

Abundance 

Average of 4.705 io 4.794 min. 

762154.0" {-) 



82 


80 


182 


60 


40. 


94 


105 


20 


42 


51 


68 


59 


122 

113 135 


152 166 


198 


272 


208 222 


242 264 


281 


303 


m/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


Abundance 


82 


#29: COCAINE 


80 


60- 


182 


40- 


94 


105 


20 


0 


42 


51 


68 


122 


114 


135 152 166 


198 


303 


214222 


244 259 


272 


m/z~> 40 50 60 70 80 90 100 1 10 120 130 140 150 160 170 180 190 200 210 220 230 240 _250 260 270 280 290 300_ 


762154.D Mon Aug 27 14:13:01 2012 


Page 2 


Corbett email PRR 003947 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12_21_10\762155.D 

Operator : ASD/KAC 

Date Acquired : 22 Dec 2010 1:44 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


AbiindJmM " TIC: 762155.D 



* **NO INTEGRATED PEAKS* * * 


762155.D Mon Aug 27 14:13:05 2012 Page 1 


Corbett email PRR 003948 













Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM4\12 

ASD/KAC 

22 Dec 2010 1:58 


ASD 

56 

DRUGS 

RTE 


21 10\762156.D 


Abundance 

3500000 


TIC: 762156.D 

4;74 

3000000 


i 

2500000 


i 

2000000; 



1500000' 

1000000 

500000 

. 2,01 

0 : ■ 

Time~> 2.00 2.50 

3.95 

! 

i 


3.00 3.50 4.00 

4.50 5.00 5.50 6.00 6.50 7.00 


8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2.012 
3.953 
4.736 


174177 3.05 4.29 
1466935 25.72 36.11 
4062040 71.22 100.00 


762156.D Mon Aug 27 14:13:09 2012 


Page 1 


Corbett email PRR 003949 








Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


: F:\Q4-2010\SYSTEM4\12_21_10\762156.D 

: ASD/KAC 

: 2^De^2(m) 1:58 

: 

: 56 

: DRUGS 
: RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 


2.01 


C : \ DAT ABAS E \ PM W__TOX2 . L 
Cocaine-M/artifact -H20 
Metipranolol-M/artifact AC 
MDA-M (desmethylenyl-methyl-) ME 


000000 - 00-0 
000000 - 00-0 
@ 000000 - 00-0 


96 

38 

37 


Abundance 


Average of 1.98616 27081 min.: 762‘1567CT(-) 
152 


80 


60 


40 


42 


20 - 


57 


82 


181 


122 


94 


68 


106 


138 


166 


;t , .> j] 191 207 _ .281 

m/z—> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


Abundance 


W3574: Cocaine-M7arltfact -H20 
152 


P753 


80 


60 


40 


181 


20 


82 


94 


106 


122 


138 


166 


m/ z „> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190200 210 220 230 240 250260 270 280 


762156.D Mon Aug 27 14:13:10 2012 


Page 2 


Corbett email PRR 003950 











Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_21_10\762156.D 

ASD/KAC 

22 Dec 2010 1:58 


56 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.95 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo [2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


Average of 3.927 to 4.054 min.: 762456.0' (-’ 
148 


80 


60 


40 


73 


101 


121 


204 


20 


51 


63 


41 


m/z_~> ^ 40 50 60 70 80 90 100110120130140150160170180190200210220230240250260270280290300310320330340 

Abundance 

148 

80 . 


89 


111 


131 


176 

158 188 


281 


346 


'#84039: [midazo[2,1-b]thiazole, 2,3,5,6-tetrahy3ro-6 : p1ienyl- 

204 


60 


40 


20 


73 


51 03 


101 


127 


89 


117 


137 


176 

158 189 


m/z~> 


40 50 00 70 80 SO 100110120130140150160170180190200210220230240250260270280290303310320330340 


762156 ,D 


Mon Aug 27 14:13:13 2012 


Page 3 


Corbett email PRR 003951 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12_21_10\762156.D 

Operator : ASD/KAC 

Date Acquired : 2^De^^^^^) 1:58 

sample Name : IHMifiBIBBttHiiMi 

Submitted by : ASD 
Vial Number : 56 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


3 4.74 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_21_10\762157.D 

ASD/KAC 

22 Dec 2010 2:11 


ASD 
57 

DRUGS 

RTE 


Abundance TIC: 762157.D 

4:73 

3000000: 

2500000: ! 

i 

2000000 : 

1500000: 

1000000’ 3 

500000 


2.02.25 


U -. 

Time-> 2,00 2.50 3.00 

3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

2.015 

148994 

3.31 

4.37 

2.248 

110544 

2.45 

3.24 

3.951 

832856 

18.49 

24.42 

4.734 

3410887 

75.74 

100.00 


762157,D 


Mon Aug 27 14:13:18 2012 


Page 1 


Corbett email PRR 003953 






Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4 -2 010\SYSTEM4\ 12__21_10\762157 . D 
ASD/KAC 

22 Dec 2010 2:11 


ASD 

57 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2,02 C:\DATABASE\PMW_TOX2.L 

Cocame-M/artifact -H20 
Metipranolol-M/artifact AC 
MDA-M (desmethylenyl-methyl- 


) ME ® 


000000-00-0 97 
000000-00-0 25 
000000-00-0 23 


Abundance 


80 


Average of 1.983 to 2.084 min.: 762157.D (- 
152 


60- 

40 

20 

o'. 

rn/z--> 

Abundance 

80- 

60 


42 


82 

122 



181 







57 

: 67 


94 

106 : 

138 

166 

; 191 207 


267 

281 


341 

40 

60 

80 

100 120 

140 

160 

180 200 220 

240 

260 

280 300 

320 

340 


#3574: Cocaine-M/artifact -H20 
152 


P753 


40- 


20 


181 


82 


122 


94 


106 


138 


166 


m/z~> 40 60 80 __100 120 140 160 180 200 220 240 260. 280. 300 320 340 

762157.D Mon Aug 27 14:13:18 2012 Page 2 


Corbett email PRR 003954 






Area Percent / Library Search Report 



Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4 - 2 010\SYSTEM4 \ 12__21__10 \ 762157 . D 
ASD/KAC 

22 Dec 2010 2:11 


ASD 

57 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


2.25 C:\DATABASE\PMWTOX2.L 


Abundance 


82 


Cocaine-M 

(methylecgonine) 

007143-09-1 

93 

Cocaine-M 

(methylecgonine) AC 

000000-00-0 

45 

Cocaine 


000050-36-2 

38 

- - . 

Average of 2 . 21 1 to 2.285 min.: 762457, D (-) 




80 - 


60 


96 


40 

42 

20 55 

0 


68 


112 


■108 199 

122 140 155 182 


209 


249 


281 


327 342 


m/z~> 40 50 60 70 80 90 100110120130140150160170180190200210220230240250260270260290300310320330340 


Abundance 


80 


82 


#467: Cocaine-M (methylecgonine) P852 


60 


96 


40 


20 


199 


112 


168 

140 155 182 


m/z--> ° 40 50 60 70 80 90 100110120130140150160170160190200210220230240250 26027 0280 290 300310 320330 340 


762157 .D 


Mon Aug 27 14:13:19 2012 


Page 3 


Corbett email PRR 003955 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~2010\SYSTEM4\12_21_10\762157.D 

ASD/KAC 

22 Dec 2010 2:11 


ASD 

57 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3 

3 . 95 

C:\DATABASE\NIST98 . L 


98 



Imidazo[2 , 1-b]thiazole , 2,3,5,6-tet 

006649-23-6 



Imidazo[2,1-bjthiazole , 2,3,5,6-tet 

006649-23-6 

98 



Imidazo [2 , 1-b]thiazole, 2,3,5,6-tet 

006649-23 -6 

98 

Abundance 


Average of 3.924 lo 4.067 rfim.: 76215/.D (-) 

148 

..— 


80 


204 


■ 

60: 


73 





101 | 



40, 


121 i 



20; 

51 

89 | 



5 ¥ 

o 

i 

A 

N 

£. 

63 

176 




; |:i ^ fill ■ 131 158 186 _ 

282 _ 326 

355 

60 

80 100 120 140 160 180 200 220 240 260 

280 300 320 

340 _ 

Abundance 

- 

#8"40'39: lmid3zo[2,1-b){Riazole, 2,3,5,6-tetrahydro-6-phenyl 

- - 

.— 


204 




148 


80 


60 


20 127 

80 

51 63 117 176 

t ; 137 . 158 189 . , . . , . 

40 60 80 100 120 140 160 ISO 200 220 240 ' 260 280 300 320 340 


762157.D Mon Aug 27 14:13:19 2012 Page 4 


Corbett email PRR 003956 






Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by : ASD 

Vial Number : 57 

AcquisitionMeth: DRUGS 
Integrator : RTE 


F : \Q4 - 2010\ SYSTEM4 \ 12__21_10\762157 .D 
ASD/KAC 

22 Dec 2010 2:11 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

4 

4.73 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 


82 


Average of 4.702 tc 4.808 min.: 762157.D (-) 


80- 


182 


60 


40 


94 


105 


20 42 


0 


55 


67 


m/z-> 40 60 

Abundance 


80 

82 


303 

i 122 ; 198 272 

135 152 166 210222 239 253 [ 284 314 355 .405 

100 1 20 1 40 160 180 200 220 240 260 260 300 320 340 360 380 400 

#29: COCAINE 


80 i 


60 


182 


40 : 


94 


20 - 42 

55 68 . 

1 122 
; 108 

135 152166 


198 

214 244 

272 

259 : 

303 



0 . 

m/z--> 40 60 80 

100 120 

140 160 

100 

200 220 240 

260 280 

300 

320 340 

360 380 400 

762157 .D 

Mon 

Aug 2 7 

14 

13:20 2012 



Page 

5 


Corbett email PRR 003957 







Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 

a Data File: 

F:\Q4-2010\SYSTEM4\12 

ASD/KAC 

22 Dec 2010 2:25 

_21_10\762158 , D 

Sample Name 

HwHHBBBH 



Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

ASD 

58 

DRUGS 

RTE 

Abundance 

... 

"TIC: 762158. D 


4j73 



3000000 

I 



; 2500000 

j 



2000000: 




1500000 

3.95 



1000000 

| 

i ; 

.1 i 



500000 




2.0-2.25 




Tlme-> 2.00 2.50 3.00 

3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 7.00 7.50 ’ 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

2.010 

185017 

3.48 

5.05 

2.248 

144879 

2.73 

3.95 

3 . 951 

1320097 

24.84 

36.03 

4.734 

3663576 

68.95 

100.00 


762158.D Mon Aug 27 14:13:24 2012 Page 1 


Corbett emaiI PRR 003958 








Area Percent / Library Search Report 


Information 
File Name 


from Data File: 

: F:\Q4-2010\SYSTEM4\12_21_10\762158.D 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD/KAC 
22 Dec 2010 



ASD 

58 


DRUGS 

RTE 


2:25 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L • Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2.01 C:\DATABASE\PMW_T0X2.L 

Cocaine-M/artifact -H20 
MDA-M (desmethylenyl-methyl- 
Metipranolol-M/artifact AC 


000000-00-0 98 

ME @ 000000-00-0 37 

000000-00-0 23 


Abundance 


Average of 1.M4 to 2 079 min.: 762158U(-) 
152 


80 


60- 


40 


42 


20 - 


0 


82 


122 


57 


67 


94 


106 


138 


181 


166 


191 208 


281 


342 


40 50 60 70 80 90 100110120130140150160170 180190 200 210 220 230 240 250 260 270 280 290 300 310 320 330 340 

P753 


Abundance 


■ff3574: Cocaine-M/artifact -H20 
152 


80 


60 


40 


181 


20 


82 


122 


94 


106 


138 


166 


m/z~> 40 50 60 70 80 90 100110120130140150160170180190200210220230240250260270280290300310320330340 


762158 . D 


Mon Aug 27 14:13:25 2012 


Page 2 


Corbett email PRR 003959 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12_21_10\762158.D 

Operator : ASD/KAC 

Date Acquired : 2:25 

Sample Name : 

Submitted by : 

Vial Number : 58 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C :\ DATABASE\PMW TOX2.L 

C: \DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

2.25 

C :\ DATABAS E \ NIST 9 8.L 

Methylecgonine 

Methylecgonine 

Ecgonine methyl ester 

007143-09-1 96 
007143-09-1' 96 
106293-60-1 95 

Abundance 

82 

Average of 27296 to 2.289min.: 762158.b (-) 


80 


96 


60 




40 

42 




20 1 

55 



0 : - - v 

m/z-> 40 _ 

68 

.[ T 

112 140 168 199 

; 124 '55 182 251 

281 327 340 371 

60 80 

100 120 140 160 180 200 220 240 260 

280 300 320 340 360 

Abundance 

82 

#32692; Methylecgonine 


80 




60 


96 



40 


42 


20 


55 


68 


112 140 j rc 168 182 

124 155 : 


199 


m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 _300__.320 340 360 


762158.D Mon Aug 27 14:13:26 2012 


Page 3 


Corbett email PRR 003960 













Area Percent / Library Search Report 


Information 
Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM4\12 
ASD/KAC 

22 Dec 2010 2:25 


21 10\762158,D 


58 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.95 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


Abundance 


Average of 3.925 to 4.436 min’: 762158.D (-) 
148 


80- 


60 


40 


73 


101 


121 


204 


20 51 

41 

0 


63 


89 


in L ’ 3I 


.! 176 

: : 157 187 


253 


281 


341 


m/z~> 40 50 60 70 80 90 1 00 U 0120130140150160170180 190 200 210 220 230 240 250 260 270 280 290 300 310 320 330 340 

Abundance 

148 

80 


W4039: Irnidazo[?,1-b)lf1i3zole, 2,3,5,"6-telfahydrd-6-phenyl- 

204 


60 


40 : 


20 - 


73 


101 


127 


51 63 


89 


117 


176 

137 , '158 189 


m/z~> 40 50 60 70 80 90 100110120130140150160170180190200210220230 240 250260 270280 290 300 310320 330 340 


762158 -D 


Mon Aug 27 14:13:27 2012 


Page 


Corbett email PRR 003961 














Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F : \Q4-2 010\SYSTEM4\12 
ASD/KAC 

22 Dec 2010 2:25 


21 1G\762158.D 


ASD 

58 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.73 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


80- 


82 


Average of 4 702 to 4.OT3 min.: 762158.D" I 


182 


60 


40 


94 

105 




20- 42 






o' A 

m lz~> 40 

55 08 ; 

60 80 

100 

122 

120 

135 152 

140 160 

193 

209 222 

180 200 220 

Abundance 

82 




#29: COCAINE 

80 





182 

60 






40- 


94 

105 





303 


272 


282 


331 355 


20 


42 


55 68 


122 


135 


152 -(66 


198 


214 


244 259 


272 


303 


m / z -> 40 60 80 100 _ 120 140 160 180 200 220 240 _260 280 _ 300 320 _.340 

762158.D Mon Aug 27 14:13:27 2012 Page 5 


Corbett email PRR 003962 







Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q4-2010\SYSTEM4\12 21 10\762159.D 

Operator : 

ASD/KAC 

Date Acquired : 

22 Dec 2010 2:38 

Sample Name 

Submitted by : 

ASD 

Vial Number : 

59 

AcquisitionMeth: 

DRUGS 

Integrator : 

RTE 

Abundance 

TfC": Y62"159.D 


4:73 

3000000 

i 

2500000 

i 

i 

2000000. 

1500000: 

1000000 

500000' 

2.0-2,25 

o A-,..- 1 .--., 

Tlme-> 2.00 2.50 3.00 

3.95 

i 

3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 6.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

2.013 

249154 

4.73 

7.22 

2.246 

198779 

3.78 

5.76 

3.954 

1363827 

25.91 

39.51 

4.732 

3451880 

65.58 

100.00 


762159.D Mon Aug 27 14:13:31 2012 Page 1 


Corbett email PRR 003963 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4- 2010\SYSTEM4\12_21_10\762159.D 
AS!.:/ KAO 

22 Dec 2010 2:38 


ASD 

59 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMWJTOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2.01 C:\DATABASE\PMWJTOX2.L 

Cocaine-M/artifact -H20 

MDA-M (desmethylenyl-methyl-) ME 

Metipranolol-M/artifact AC 


000000-00-0 97 
000000-00-0 37 
000000-00-0 23 


Abundance 


80 


60 


40 


Average of 1.987 to 2.082 min. :T62‘159. D (-} 
152 


20 

42 


82 

122 


0 

m/z~> 


57 

: 68 


94 106 |j 

138 

40 

60 

80 

100 120 

140 


181 


Abundance 


80 


166 


191 207 


#3574: Cocaine-M/artifact -H20 
152 


249 267 281 


P753 


341 355 


60 


40 


20 


181 


82 


122 


94 


106 


138 


166 


m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

762159.D Mon Aug 27 14:13:32 2012 Page 2 


Corbett email PRR 003964 














Area Percent / Library Search Report 


Information 
Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM4\12 
ASD/KAC 

22 Dec 2010 2:38 


21 10\762159.D 


59 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


2.25 C:\DATABASE\PMW_T0X2.L 

Cocaine-M (methylecgonine) 
Cocaine 

Tilidine-M (nor-) 


007143-09-1 96 
000050-36-2 38 
038677-94-0 9 


Abundance 


82 


'Average of 2.214 to 2.283 min.:76215970“(-) 


80 


60 


96 


40 

42 

20 55 

0 


68 


112 168 199 
122 140 152 182 


209 


281 


341 


m/z~> 40 50 60 70 80 90 100110120130140150160170180190 200210 220230 240 250260 270 280 290 300 310 320 330 340 


Abundance 


82 


#467": Cocaine-M Imethylecgonihe) P852 


80: 


60 


96 


40 


20 


0 . 


112 


199 


168 

140 155 182 


m/z-> 40 50 60 70 80 90 100110120130140150160170180190200210220230 240 250260 270 280 290300 310 320 330 340 


762159.D Mon Aug 27 14:13:32 2012 


Page 3 


Corbett email PRR 003965 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_21_10\762159.D 
ASD/KAC 

22 Dec 2010 2:38 

ASD 

59 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.95 C:\DATABASE\NIST98.L 

Imidazo [2,1-b] thiazole, 2,3,5,6-tet 006649.-23-6 98 
Imidazo[2,1 L b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


Average of 3.928 to 4.W9"min.:T62'159".D (-) 
148 


80 


60 


40 


73 


101 


121 


204 


20 . 


51 


63 


41 


0 


89 


111 


131 


176 

159 187 


249 265 281 


343 


m/z~> 40 50 60 70 80 90 100 110 120130 1401501601701&)190200210220230240250260270280290300310320330340 

Abundance 

148 

80 


#84039: fmidazd(2’,1 -bJMazole, 2'3,5,6-letrahydro-6-phenyl- 

204 


60 


40: 


20 


0 


73 


101 


127 


51 63 


89 



117 


176 


. 

137 . 

: 158 189 


m/z-> 40 50 60 70 80 90 100110120130140150160170180190200210220230240250260270280290300310320330340 


762159 ,D 


Mon Aug 27 14:13:33 2012 


Page 


Corbett email PRR 003966 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12_21_10\762159.D 

Operator : ASD/KAC 

Date Acquired 2:38 

Sample Name 

Submitted by : ASD 

Vial Number : 59 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


4 4,73 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12_21_10\762160.D 

Operator : ASD/KAC 

Date Acquired : 22 Dec 2010 2:52 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance 


2500: 


2000 


1500 


1000 


500 i j, 

‘I • 

i. 1 . h ife'li 

m 

0> ,. 


Tfine-> 2.00 

2.50 3.00 3.50 




Ret. Time Area Area % Ratio % 

* * *N0 INTEGRATED PEAKS*** 


762160.D Mon Aug 27 14:13:38 2012 Page 1 


Corbett email PRR 003968 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2010\SYSTEM4\12 21 10\762161.D 

Operator 

asd/kac 


Date Acquired 
Sample Name 


3 : 06 

BHHH 

Submitted by 

ASD 


Vial Number 

61 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Abundance 

- 

TIC: 762161.0 

3500000 

4 

74 

3000000; 



2500000; 



2000000: 



1500000; 

3,95 


1000000 1 



500000 



2.0-2,25 

0-, ... 

Time-> 2.00 2.50 3.00 

i 


3,50 4.00 4.50, 

5.00 5.50 6.00 6.50 7.00 7.50 _ 8.00 _ 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

2.013 

199308 

3.45 

5.05 

2.251 

145154 

2.51 

3 . 68 

3.954 

1492080 

25.79 

37.79 

4.737 

3947908 

68.25 

100.00 


762161.D Mon Aug 27 14rl3:43 2012 Page 1 


Corbett email PRR 003969 






Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4 - 2 010\SYSTEM4 \ 12_21__10 \ 762161 . D 
ASD/KAC 

22 Dec 2010 3:06 


ASD 

61 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 2.01 C:\DATABASE\PMW_TOX2.L 

Cocaine-M/artifact -H20 000000-00-0 96 
Metipranolol-M/artifact AC 000000-00-0 38 
MDA-M (desmethylenyl-methyl-) ME @ 000000-00-0 9 


Abundance 


Average of 1*987 to 2.087 min.: 762161.[J{-) 
152 


80. 


60 


40 


20 . 


42 


82 


122 


181 


57 


65 


0 


74 


191 207 


281 


94 1Q6 138 166 

m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 

Abundance 


#3574: Cocaine-M/artifact -M20 P753 

152 


80 


60 


40 


20 


0 


82 


122 


94 


106 


138 


181 


166 


m/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


762161 .D 


Mon Aug 27 14:13:43 2012 


Page 2 


Corbett email PRR 003970 














Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_21_10\762161.D 

ASD/KAC 

22 Dec 2010 3:06 


ASD 
61 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 



C:\DATABASE\PMW TOX2.L 

Minimum Quality 

: 90 



C:\DATABASE\NIST98.L 



PK# 

RT 

Library/ID 

CAS# < 

2ual 

. 2 

2.25 

C:\DATABASE\PMW_TOX2.L 





Cocaine-M (methylecgonine) 

007143-09-1 

92 



Cocaine-M (methylecgonine) AC 

000000-00-0 

40 



Selegiline-M (nor-HO-) 2AC 

000000-00-0 

9 


Abundance 


82 


Average of'272'14 to 2/283 min.: 762T6i O' (-) 


80 


60 


96 


40 :42 
20 j 55 

0 : i 


68 


m/z-> 40 

Abundance 


112 

124 


140 

168 
155 ; 

182 

199 

l4o 

160 

180 

200 


281 


429 


82 


1f467: Cocaine-M (roeTRylecgonine) 


P852 


80 


60 


40 


96 


20 


199 


112 


168 

140 155 182 


m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 _ 360 380 400 420 


762161.D Mon Aug 27 14:13:44 2012 Page 3 


Corbett email PRR 003971 






Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM4\12 
ASD/KAC 

22 Dec 2010 3:06 


21 10\762161 . D 


ASD 

61 

DRUGS 

RTE 


Search Libraries 


so 


60 


40 


C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 

Library/ID 


CAS# 

Qual 

3 3.95 

C:\DATABASE\NIST98 . L 
Imidazo[2,1-b]thiazole , 

2,3,5,6-tet 

006649-23-6 

98 


Imidazo[2,l-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

98 


Imidazo[2,1 - b]thiazole. 

2,3,5,6-tet 

006649-23-6 

97 

Abundance 

Average of 3.9'2‘8‘ to 4.981 
148 

min.: 762161.D(-) 




204 


73 


101 


121 


20 . 

41 

0 - 14 


51 89 

63 


111 


131 


176 

158 186 


267 281 


340 355 


m/z~> 40 60 _ 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

Abundance 

148 

80 


#840391 !midazo[ 2 , 1 -b}thi 3 zdle, 2,3,5, 6 -!etrahydro- 6 -phenyl- 
204 


60 


40 ^ 


20 


73 


101 


51 63 


89 


127 

117 176 

137 158 189 


m/z~> 40 60 80 100 120 140 160 180 200 220 240_ 260 280 300 320 340 

762161.D Mon Aug 27 14:13:45 2012 Page 4 


Corbett email PRR 003972 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4 -2010\SYSTEM4\12_21_10\762161. D 
ASD/KAC 

22 Dec 2010 3:06 


ASD 

61 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

4 

4.74 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 


82 


Average of 4.705 to 4.806 min.: 762161.0 (-) 


80 


182 


60 


40 


20- 42 


55 


67 


94 


105 


303 


122 

135 155166 


198 272 

; 209 223 242 258 283 


331 355 


405 


m/z „> ° 40 60 80_ 10C 120 140_ 160 180 200 220 240' 260 280 _300 320 340_.360 380 400 


Abundance 


82 


#29: COCAINE 


80 


60 


182 


40 


94 


20 


42 


762161 .D 


55 68 108 122 

135 152166 


198 

214 

244 

272 

259 

60 80 100 120 

140 160 

180 

200 220 

240 

260 280 

Mon 

Aug 27 

14 

13 : 45 

2012 



303 


Page 5 


Corbett email PRR 003973 











Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM4\12 
ASD/KAC 

22 Dec 2010 3 : 20 


21 10\7 62162 . D 


ASD 

62 

DRUGS 

RTE 


Abundance TIC: 762162.D 

4;73 

3000000 


2500000 


2000000 - 


1500000 


1000000 : 

500000 

3.95 

] 1 

i i; 



Time~> 2.00 2.50 3.00 

3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.951 

961187 

21.12 

26.78 

4.734 

3589114 

78.88 

100.00 


762162.D Mon Aug 27 14:13:49 2012 


Page 1 


Corbett email PRR 003974 






Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F : \Q4-2010\SYSTEM4\12_21_10\762162.D 
ASD/KAC 

22 Dec 2010 3:20 


ASD 

62 

DRUGS 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PM W_TOX2. L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3 . 95 

C:\DATABASE\NIST9 8.L 






Imidazo[2,1-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 


Abundance 


80 


Average of 3/925 to 4.031 min.: 1 r 62'162.D {-) 
148 


204 


60 


40. 


20 : 


73 


101 


121 


51 


89 


63 


41 


0 


. 111 . 


131 


176 

158 187 


221 


281 


355 


m/z „„> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

Abundance- ¥84039: (midaYo[2,1-bpazo]e^2^3/5/64etfafTydro-6-phenyl- 


148 


80- 


60 : 


40. 


20 


73 


101 


51 63 


89 


127 

117 176 

.137 : 158 189 


m /z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

762162.D Mon Aug 27 14:13:50 2012 Page 2 


Corbett email PRR 003975 











Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM4\12 
ASD/KAC 

22 Dec 2010 3 : 20 


21 10\762162.D 


ASD 

62 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABAS E\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

4.73 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 


82 


Average of 4.702 to 4.792 min.: 752162.D (-} 


80 


182 


60 


40 


20 42 


55 


68 


94 


105 


122 


303 


198 


135 


155166 


272 

214 230 242253 263 


391 


m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300_ 320 340 360 380 


Abundance 


82 


#29: COCAINE 


80 


60 


182 


40 


94 


105 


20 


42 


55 65 


122 


135 


152 166 


198 


214 244 259 


272 


303 


m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 


762162 .D 


Mon Aug 27 14:13:51 2012 


Page 3 


Corbett email PRR 003976 








Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM4\12 21 10\762163.D 

Operator 

ASD/KAC 

Date Acquired 

22 Dec 2010 3:34 

Sample Name 


Submitted by 

ASD 

Vial Number 

63 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

250000(1 

TIC: 762163.D 

4j73 

2000000 

j 

1 

j 

1500000 


1000000 

3,95 

500000 

i 

2.0V- 24 

0 .. 

Time-> 2.00 2,50 3.00 

3,50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

2.006 

110119 

2.99 

4.21 

2.244 

114903 

3.12 

4.40 

3 . 947 

850265 

23.05 

32.54 

4.730 

2613184 

70.85 

100.00 


762163.D 


Mon Aug 27 14:14:14 2012 


Page 1 


Corbett email PRR 003977 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_2 1__10\762163 ,D 
ASD/KAC 

22 Dec 2010 3:34 


ASD 

63 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 

2.01 

C:\DATABASE\PMW_TOX2.L 





Cocaine-M/artifact -H20 

000000-00-0 

97 



DMA 

002801-68-5 

32 



MDA-M (desmethylenyl-methyl-} 

ME @ 000000-00-0 

28 


Abundance ~ Average of I.WfTto 2.070 min.: 762"163.D"(-) 

152 


80 


60 


40 


42 QO 181 

82 

20 122 


0 u 
m/z~> 40 

57 

: 68 

60 

80 

94 

106 

100 

138 ' 166 

H f i 191 207 

120 140 160 180 2b0 220 

269 281 

240 260 280 300 320 

341 

340 

Abundance 




¥3574: Cocaine-M/arlifacF-K20 
152 

P753 


80 ■ 







60 







40 




181 



20 


82 

Q4 

106 

122 

138 ,j 166 



0 

m/z~> 40 

60 

80 

100 

120 140 160 180 200 220 

240 260 280 300 320 

340 

762163 .D 



Mon 

Aug 27 14:14: 14 2012 

Page 2 



Corbett email PRR 003978 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4 - 2010\SYSTEM4\12_21__10\7 62163 ,D 
ASD/KAC 

22 Dec 2010 3:34 


ASD 

63 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 



C:\DATABASE\PMW TOX2.L 

Minimum Quality 

: 90 



C:\DATABASE\NIST98.L 



PK# 

RT 

Library/ID 

CAS# ( 

2ual 

2 

2.24 

C:\DATABASE!PMW TOX2.L 





Cocaine-M (methylecgonine) 

007143-09-1 

95 



Cocaine 

000050-36-2 

38 



Cocaine-M (methylecgonine) AC 

000000-00-0 

38 


Abundance 


80 


60 


82 


96 


Average of 2 228 to 2.281 min..: 762163.D (-) 


40 


20 


42 


55 


68 


112 140 168 182 199 

: 122 lw 155 182 


0 


207 


281 


m/z-> 40 SO 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


Abundance 


80: 


82 


"#467: Cocaine-M {metiryiecgonine) P~852“ 


60 , 


40 i 


20 


96 


199 


168 

140 155 182 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 

762163.D Mon Aug 27 14:14:15 2012 Page 3 


Corbett email PRR 003979 











Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-201G\SYSTEM4\12 
ASD/KAC 

22 Dec 2010 3:34 


21 10\762163.D 


ASD 

63 

DRUGS 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 


CAS# 

Qual 

3 

3.95 

C:\DATABASE\NIST98.L 






Imidazo[2,1-b]thiazole. 
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Abundance 


Average of 3792616 4.048 min.: 762163.D (-) 
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Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM4\12 
ASD/KAC 

22 Dec 2010 3:34 


21 10\762163.D 


ASD 

63 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


4,73 C:\DATABASE\SLI.L 
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Average of 4.704 to 4.788 min.: 762163.D (-) 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q4-2010\SYSTEM4\12 21 10\762171.D 

Operator : 

ASD/KAC 

Date Acquired : 

22 Dec 2010 5:23 

Sample Name : 

BLANK 
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2 

AcquisitionMeth: 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM4\12 21 10\762172.D 

Operator 

ASD/KAC 

Date Acquired 

22 Dec 2010 5:36 

Sample Name 

COCAINE STD 

Submitted by 

ASD 

Vial Number 

54 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 
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0 . 

Ttme-> 2.00 2.50 3.00 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM4\12 21 10\762172.D 

Operator 

ASD/KAC 

Date Acquired 

22 Dec 2010 5:36 

Sample Name 

COCAINE STD 

Submitted by 

ASD 

Vial Number 

54 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 
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4,72 

C:\DATABASE\SLI.L 
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000050-36-2 
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Abundance 


82 


Average of 4.704 to 4.794 rnin.: T62172.D {-) 
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